To:  Sandoval,  Joni[Sandoval. Joni@epa.gov] 

From:  Marilyn  Smith 

Sent:  Sun  8/9/201 5 1 :48:37  AM 

Subject:  RE:  Gold  King  - Personnel  as  of  8/8/15 


Do  you  need  Durango  water  as  well  as  a separate  report? 


From:  Sandoval,  Joni  [mailto:Sandoval.Joni@epa.gov] 
Sent:  Saturday,  August  08,  2015  8:47  PM 
To:  Marilyn  Smith  <m. smith@erllc.com> 

Subject:  Re:  Gold  King  - Personnel  as  of  8/8/15 


Thank  you! 

Sent  from  my  iPhone 

On  Aug  8,  2015,  at  7:46  PM,  Marilyn  Smith  <m.smlth@erllc.com>  wrote: 
Joni: 

Personnel  for  8/8/15:  additions  highlighted  in  yellow  below 


1 . Matt  Francis  (RM)  - On  site 

2.  Robbie  Burch  (Fmn)  - On  site 

3.  Frank  Munroe  (Op)  - On  site 

4.  Mike  Tallman(Op)  - On  site 

5.  Mike  Miles  (L)  - On  site 

6.  Carla  Copeland  (FC A)  - Off  site  - Remote 

7.  Joe  Mike  Cordova  (TD)  - delivery  of  NaOH  pump;  left  site  at  completion  of  task 

8.  Joseph  Caldwell  (L)  - delivery  of  NaOH  pump;  left  site  at  completion  of  task 


Marilyn  Smith 
Program  Manager 
Environmental  Restoration  LLC 
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314-724-5435  (cell) 
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Confidentiality  Warning:  This  e-mail  and  any  attachments  contain  information  intended 
only  for  the  use  of  the  individual  or  entity  named  above.  If  the  reader  of  this  e-mail  is  not 
the  intended  recipient  or  the  employee  or  agent  responsible  for  delivering  it  to  the  intended 
recipient,  any  dissemination,  publication  or  copying  of  this  e-mail  is  strictly  prohibited. 
Although  this  email  has  been  scanned  for  malware,  the  sender  does  not  accept  any 
responsibility  for  any  loss,  disruption  or  damage  to  your  data  or  computer  system  that  may 
occur  while  using  data  contained  in,  or  transmitted  with,  this  e-mail.  If  you  have  received 
this  e-mail  in  error,  please  immediately  notify  by  return  e-mail.  Thank  you. 
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